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HOS COP 


WORK ORDER REQUEST 


15 April 1959 


FEDERAL STATION 
ROCHESTER 14, NEW YORK 
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NOTE: REPARABLE ITEM FOR REPAIR“AND RETURN 
CONTRACT: PO-660 
W/O NUMBER Ef=4~15=27 R oe 
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